EISENHOWER  CHAPEL 
ABILENE,  KANSAS 

March  29,1969,  Dwight  D.  Eisenhower  passed 
away  and  was  laid  to  rest  in  this  Chapel  at  his 
request,  because  of  his  love  for  Kansas,  its 
people  and  Abilene. 
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